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FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
af 64009 Network, Pulse Delay, ESL 
CORP. No. 33-59 $ 125.00 1 $ 125.00 
2 11426 Pre-Amplifier, For Magnetic 
Amplifier, per R-W Dwg. No. 
30,000,215 260.00 2 360.00 
3 70032 Wire, Electrical, FORMVAR 
No. 30, 25 Ft. Section 25 1 625 
4 65000 Fork Resonator, Tuning, 
PHILOMON LABS. No. J4O0KN-4085 86.00 1 86.00 
5 21076 Capacitor, 1 MMFD, + .5 MMFD, 
500 V., ELEMENCO No. DML5CO10 30 1 30 
6 21090 Capacitor, Trimmer, 8-8.5 MMFD, 
J. F. D. No. VC9GW 045 2 90 
7 30263 Capacitor, 3.3 MMFD, + .25 MMFD, 5 OFF 
600 V., CENTRALAB No. TCZ-3.3 
8 21077 Capacitor, 10 MMFD, + -5 MMFD, 600 V., C 
CENTRALAB No. TCZ-10" ? 
9 21072 Capacitor, 8-4.5 MMFD, J. F. D. 
No. VCLOGW 4.00 2 8.0u 
10 21055 Capacitor, Tantalum, & MFD, 150 V., 
G. EB. No. 29F406 5 GFE 
11 21036 Capacitor, Tantalum, 2 MFD, 150 V., 
G. BE. No. 29F413 1 GFE 
12 21109 Capacitor, Tantalum, 2 MFD, 75 V., 
Ge Ee No. 29F586 3.38 1 3.38 
13 21009 Capacitor, Tantalum, 100 MFD, 
10 V., FANSTEEL No. PP1OOBLOAL Tete) 10 4h OO 
Panama o 3 Beats ho oe ee ae ey SD eae 
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Revision: A 


EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM § NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
14 30235 Capacitor, Tantalum, 60 MFD, 5 CFR 

30 V., FANSTEEL No. PP4OB30AL $ 
15 30133 Capacitor, Tantalum, 5 MFD, 50 V., 

FANSTEEL No. PP5B50AL 3.50 10 35.00 
16 21094 Capacitor, Tantalum, 1.5 MFD, 

75 V-, G. E. No. 29F503 2.90 6 17.40 
17 30169 Capacitor, Tantalum, 3.5 MFD., 

75 V., FANSTEEL No. PP35B75Al 10 GFE 
18 30509 Capacitor, Tantalum, 20 MFD, 

10 V., FANSTEEL No. PP20BLOAL 2 GFE 
19 30004 Capacitor, Tantalum, 100 MFD, 

50 V., G. E. No. 29F410 26.40 6 158.40 
20 21083 Capacitor, Tantalum, 2 MFD, 

100 V., FANSTEEL No. PP2BLOOC1 15 GFE 
21 21067 Capacitor, Tantalum, 25 MFD, 

100 V., Ge E. No. 29F516 19.60 2 39.20 
22 30132 Capacitor, Tantalum, 1.75MFD, 

125 V., FANSTEEL No. PP1.75BL25C1 15 GFE 
23 21098 Capacitor, Tantalum, 25 MFD, 

150 V., G. EB. No. 29F478 10.58 16 170.28 
oh 21070 Capacitor, .001 MFD, 200 V., 

AEROVOX No. P123ZNG 1.77 5 8.85 
25 21092 Capacitor, .0015 MFD, 200 V.,; 

AEROVOX No. P123ZNG 1.86 5 9.30 
2 21034 Capacitor, .005 MFD, 200 V., 

AEROVOX No. P123ZNG 1.86 2 3-72 
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29 


30 


31 


32 


ee) 
Le, 


MP ESTIMATED NO. OF ESTIMATED 
NUMRER NOMENCLATURE UNIT COST UNITS AMOUNT 
30099 Capacitor, .5 MID, 200 V., 

AEROVOX No. Pl23ZNG $ 2.16 2 $ ©6432 
30019 Capacitor, .0l1 MFD, 200 V., 

AEROVOX No. P123ZNG 1.89 5 9.45 
21093 Capacitor, .015 MFD; 200 V., 

AEROVOX No. P123ZNG 1.89 5 9.45 
21123 Capacitor, .02 MFD, 200 V., 

AEROVOX No. P123ZNG 1.89 5 945 
30093 Capacitor, .05 MFD, 200 V., 

AEROVOX No. P123ZNG 1.89 3 5.67 
30030 Capacitor, .1 MFD, 200 V., 

AEROVOX No. P123ZNG 1.95 fq 13.65 
30167 Capacitor, .25 MFD, 200 V., 

AEROVOX No. P1L23ZNG 2.13 8 17.04 
30072 Capacitor, 50 MFD, 250 V., 

SPRAGUE No. 17D6 3.81 2 7.62 
21116 Capacitor, .521 MFD, 100 V., 

+ 2%, HOPKINS No. 1KT15213 1.57 5 7.85 
21058 Capacitor, Silver Mica, 4300 

MMFD, 500 V., CM35D430u 1.40 3 4.20 
30544 Capacitor, .053 MFD, 100 V., 

+ 2%, HOPKINS No. 1KT1533 3.84 4 15.36 
30533 Capacitor, .061 MID, 100 V., 

+ 2%, HOPKINS No. 1KT1613 3.84 h 15.36 
20552 Capacitor,.067 MFD, 100 V., 

+ 2%, HOPKINS Nc. iKT1673 3.84 1 3.84 

a Qe 


FLY-AWAY KIT FOR SYSTEM 4 
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Revision: A 
nr 


EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER = NOMENCLATURE UNIT COST UNITS AMOUNT 
ho 30554 Capacitor, .077 MFD, 100 Y., 
+ 2%, HOPKINS No. 1KT1773 $ 3.03 4 $ 12.12 
41 30572 Capacitor, .089 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT1893 3.05 ny 12.20 
ho 30614 Capacitor, .091 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT1913 4,08 ui 16.32 
43 30638 Capacitor, .101 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11013 4.08 i 16.32 
Te 30653 Capacitor, .118 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11183 3-21 4 12.84 
ks 30587 Capacitor, .133 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11333 41h 4 16.56 
4G 30620 Capacitor, .153 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11533 4.20 4 16.80 
47 30610 Capacitor, .165 MFD, 100 v., 
+ 2%, HOPKINS No. 1KT11653 4.20 2 8.ho 
48 30590 Capacitor, .176 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11763 4.20 2 8.40 
49 30558 Capacitor, .24 MFD, 100 V., 
+ 2%, HOPKINS No. 1K12hy 4.23 2 8.46 
50 30569 Capacitor, 55-55 MFD, 350 V., 
SPRAGUE No. CE53F550P 3-20 2 6.40 
51 30551 Capacitor, 45 MFD, 350 V., 
SPRAGUE No. CESLFASOP 2.45 2 4.90 
52 30583 Capacitor, 50-50-50 MFD, 
150 V., SPRAGUE No. 17D16 5.16 1 5.16 
53 30532 Capacitor, 40-0 MFD, 450 v., 
SPRAGUE No. 17D15 5.34 2 10.68 
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EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
I'TEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


54 30553 Capacitor, 40-40-40 MFD, 


250 V., SPRAGUE No. 17D17 $ 5.37 3 $ 16.11 
55 21065 Capacitor, Disc, Ceramic, 
-001 MFD, 600 V., ERIE 
No. 801-001 +32 3 96 
56 30540 Capacitor, 1 MMFD, 600 V., 
CENTRALAB No. TCZ-1RO ko 3 1.20 
57 30021 Capacitor, Disc, Ceramic, 
ERIE No. 801-002, .002 MED, 5 GFE 
600 V. 
58 21019 Capacitor, 2 MFD, 1000 V., 3 GFE 
+ 10%, SPRAGUE No. CP70ELEG205K 
59 30581 Capacitor, .01 MFD, 1500 v., 3 GFE 
SPRAGUE No. CP26A1EHLO3K 
66 30605 Capacitor, .5 MFD, 2500 V., 
SPRAGUE No. CP7OELEK5O4K 7.75 3 23.25 


61 30589 Capacitor, 0.8-4.51 MMFD, 
J.F.D. No. VC10G 2.10 3 6.30 


$2 21059 Capacitor, 50 MMFD, 
CENTRALAB No. TCZ-50 230 5 1.50 


63 30549 Capacitor, Silver Mica, 
1000 MMFD, ERIE No. 370-CB- 


102K 1.89 5 9.45 
64 30529 Capacitor, Feedthru, 500 MMFD, 
+ 20%, CENTRALAB No. MFT 500 +30 5 1.50 
65 21114 Capacitor, 0.1 MFD, 5000 V., 
FILM CAP INC. Type D, No. 
~5~ 
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MP 
NUMBER 


30422 


30559 


30571 


30586 


30545 


30541 


40207 


40180 


44003 


40139 


4hoo2 


40030 


40034 


HOLSG 
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Effective: 
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Supersedes: March 24, 1958 


Revision: 


FLY-AWAY KIT FOR SYSTEM 4 


NOMENCLATURE 


Capacitor, Variable, 7-45 MMFD, 


ERIE No. TS2A-7 


Capacitor, Discap, .0Ol MFD, 
+ 20%, CENTRALAB No. DD-1032 


Capacitor, 2.2 MFD, 600 V., 
CENTRALAB No. TCZ-2R2 


Capacitor, 20 MMFD, 600 V., 
CENTRALAB No. TCZ-20 


Capacitor, Discap, .001 MFD, 
1000 V., CENTRALAB No. DD-102 


Capacitor, Piston, J. F. D. 
No. VCl16G 


Choke, 39 MH, JEFFERS 
ELECTRONICS No. 10203-40 


Choke, R. F. per R-W Dwg. 
No. 50240543-2 


Choke, 10 MH, JEFFERS 
ELECTRONICS No. 10102-32 


Choke, .47 MH, JEFFERS 
ELECTRONICS No. 10100-26 


Choke, 8.2 MH, JEFFERS 
ELECTRONICS No. 10102-30 


Choke, 15 MH, JEFFERS 
ELECTRONICS No. 10102-36 


Choke, 0.15 MH, JEFFERS 
ELECTRONICS No. 10100-20 


Choke, 4.7 MH, JEFFERS 
ELECTRONICS No. 10102-2h 


Choke, 1.5 MH, JEFFERS 


ESTIMATED 
UNIT COST 


1.05 


45 


«30 


12 


4.00 


5.00 


-20 


A 
NO. OF § ESTIMATED 
UNITS AMOUNT 
2 $ 2.10 
2 GFE 
5 2.25 
5 1.50 
5 60 
3 12.00 
2 GFE 
3 15.00 
3 GFE 
3 GFE 
3 GFE 
3 GFE 
2 -ho 
3 GFE 
GFE 


ITEM 


90 


91 


92 


93 


gu 
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hook. 
40090 
kos9 
40139 
40231 
Lo20l 
40216 
10203 
40064 
40057 
4oo51 


11348 


11759 


LETT 


EQUIPMENT LIST AA-X 


July 1, 1958 


Supersedes: March 24, 1958 


Revision: 


FLY-AWAY KIT FOR SYSTEM 4 


NOMENCLATURE 


Choke, 2.2 MH, JEFFERS 
ELECTRONICS No. 10100-34 


Toroid, Inductor, 70 MH, 


1.25 Amp., RAYCO No. 0-2007 


Toroid, 
700 MA, 


Toroid, 
600 MA, 


Toroid, 
150 MA, 


Toroid, 
150 MA, 


Choke, 3.7 H, 100 


No. 1345 


Inductor, 
RAYCO No. 


Inductor, 
RAYCO No. 


Inductor, 
RAYCO No. 


Inductor, 
RAYCO No. 


8 


10 MH 
0-200: 


100 ME, 
0-2070 


15 MH, 
0-2002 


100 MH, 
0-2192 


MA, ARC 


Choke, .15 H, 50 MA, ARC 
No. 13456 


Choke, 1:0 MH, JEFFERS 
ELECTRONICS No. 10100-30 


Choke, .33 MH, JEFFERS 
ELECTRONICS No. 10100-24 


Choke, .22 MH, JEFFERS 
ELECTRONICS No. 10100-22 


Choke, R. F. Assembly, per 


ReW Dwg. No. 50240543-1 


Choke Assembly, Plate, per 


R-W Dwe. No. 50240542-1 


Choke Assembly, Plate, per 


R-W Diyj. No. 50240542-2 


10.36 


9.03 


6.63 


16.00 


14.69 


21.40 


5.00 


5.00 


5.00 


NO. OF 
UNITS 


DELETE 


10 


-T- 
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ESTIMATED 
AMOUNT 


GFE 


20.72 


9-03 


13.26 


16.00 


14.69 


21.40 


GFE 


GFE 


GFE 


50.00 


15.00 


15.00 
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FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
95 11788 Choke Assembly, Plate, 
per R-W Dwg. No. 50240542-3 $ 5.00 3 $ 15.00 
95 11761 Choke, per R-W Dwg. 
No. 50240559 5.00 3 15.00 
O7 11767 Coil Assembly, Tuned, per 
R-W Dwg. No. 50240541~-1 5.00 1 5.00 
98 11773 Coil Assembly, Tuned, per 
R-W Dwg. No. 50240541-2 5.00 ai 5.00 
99 11694 Coil Assembly, Tuned, per 
R-W Dwg. No. So2ko5hh 5.00 1 5.00 
100 11730 Coil Assembly, Tuned, per 
R-W Dwg. No. 50240545 5.00 1 5.00 
No. 50240546 5.00 1 5.00 
102 11695 Coil, Tuned, per R-W Dwg. 
No. 50240550 5.00 5 5.00 
103 11780 Coil, Tuned, per R-W Dwg. 
No. 50240551 5.00 1 5.00 
104 11732 Coil, Tuned, per R-W Dwg. 
No. 50240547 5.00 1 5.00 
105 21049 Coil, CTC No. PLST-2c2L/G 50 10 5.00 
105 11738 Coll, 40 MC, per R-W Dwg. 
No. SK24~32-5 5.00 2 10.00 
FOr 11728 Coil, 160 MC, per R-W Dwe. 
No. SK24-32-11 5.00 2 10.00 
103 11736 Coil Assembly, Tuned, per 
R-W Dw. No. 50240549 500 y) 25.00 
8- 
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114 


115 


116 
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Me 


NUMBER 


11734 


11749 


11751 


holo 


ho102 


40201 


40083 


40005 


ho263 


70103 


65007 


65021 


65029 


EQUIPMENT LIST AA-X 


Effective: July 1, 1958 


Supersedes: March 24, 1958 


Revision: A 


FLY-AWAY KIT FOR SYSTEM 4 


NOMENCLATURE 
Cotl, Tuning, per R-W Dwe. 
No. 50240557 


Coil, Tuning, per R-W Dwy> 
No. 50240555 


Coil, Tuning, per R-W Dwe. 
No. 50280556 


Reactor, Torold, 36 MH, + 1% 
AEROVOX No. 050-36-E-F-B (3- ~48) 


Reactor, Toroild, 17.5 MH, + 1%, 
AEROVOX No. 050-17. 5-B-F-B = (3-48) 


Inductor, Toroid, + 1%, BURNELL 
No. TCM-0.36 MH 


Coil, Adjustable, MILLER COIL 
CO. No. 4309 


Coil, Adjustable, MILLER COIL 
CO. No. 4312 


Inductor, Toroid,. 100 MH, 700 
Cycles, + 1%, AEROVOX No. 585- 
100-E-F 


Crystal, Quartz, MONITOR 


PRODUCTS CO. 1.0 KC, 
MC~132d 

Crystal, Quartz, MONITOR 
PRODUCTS CO. 100 KC, 
MC-13A-50NL 


Crystal, Quartz, MONITOR 
PRODUCTS CO. 10 KC, 
MC -13d 


Crystal, 140.0 MC, 60 Ohms, 
ML-6 Wolder, MIDLAND MIG. CO. 


ESTIMATED NO. OF ESTIMATED 
UNLT COST UNITS AMOUNT 
$ 5.00 2 $ 10.00 
5.00 2 10.00 
5.00 2 10.00 
4.80 5 2h .00 
4.53 5 22.65 
DELETE 
1.50 3 4.50 
1.50 1 1.50 
6.12 5 30.60 
68.00 1 68.00 
12.60 1 12.60 
36.00 2 36 .00 
9.50 1 9.50 
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FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
122 65042 Crystal, Rectifier, HEWLETT- 
PACKARD No. 212-G11A $ 1.50 6 $ 9.00 
123 65063 Crystal, Rectifier, HEWLETT- 
PACKARD No. 212-G11B 1.50 3 4.50 
124 55018 Diode, TRANSITRON No. TM 34 14.00 12 168.00 
125 55054 Diode, TEXAS INSTRUMENT CO. 
No. 65106 Zener 4.85 4 19.40 
126 55044 Diode, 1N315 2.25 rn 9.00 
127 55046 Diode, PACIFIC SEMICONDUCTOR 
No. 552A 2k 80 192.80 
128 55080 Diode, TEXAS INSTRUMENT CO. 
No. 653C 4.85 2 9.70 
129 55092 Diode, TRANSITRON- No. 8V~15, 
15 V. Zener 4.00 10 40.00 
130 55012 Diode, HUGHES No. 6005 3-33 10 33.30 
131 55090 Diode, 1N458 4.75 20 95.00 
132 55095 Diode, TEXAS INSTRUMENT CO. 
No. 1N588 9.10 6 72.80 
133 55000 Diode, HUGHES No. 1N627 1.79 2 3.58 
134 54993 Diode, HUGHES No. 6557 3.15 8 25.20 
135 55073. ~«= Diode, Silicon Power 
TRANSITRON No. 1N337 . 10.00 2 20.00 
136 55057 Diode, Silicon Power 
TEXAS INSTRUMENT CO. No. 1N591 DELETE 
137 55070 Diode, Voltage Reference 
: (TEXAS INSTRUMENT CO. No. 650C0 4.85 1 485 
135 55061 Diode, Voltage Reference 
fs 0 e 4.8 
Approved For ree RAS: SUSTRUMEN CHO eANSs ORE sRoooz0007G0" 26 : : 
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FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
139 55049 Diode, Voltage Reference, 
TRANSITRON No. SV-818-20 V $ 7.50 2 $ 15.00 
140 55047 Diode, 1N625 1.79 1 1.79 
1h 55055 Diode, HUGHES No. 6001 1.65 2 3.30 
ihe 55022 Diode, 1198 2.45 10 24.50 
143 55025 Diode, HUGHES No. H. R- 
14h 55006 Diode, Crystal, 1N55 3.25 3 9.75 
145 56013 Fuse, 8 Amp., 4AG, Slo~Blo, 
LITILEFUSE No. 413008 17 20 3.40 
146 55948 Fuse, 15 Amp., 4AG, Slo-Blo, 
LITTLEFUSE No. 413015 17 20 3.40 
147 55963 Fuse, .6 Amp., 3AG, Slo-Blo, 
LITTLEFUSE, No. 313.600 Pay 20 3.40 
148 56011 Fuse, .1 Amp., 3AG, Slo-Blo, 
LITTLEFUSE No. 313.100 17 20 3.40 
149 56002 Fuse, 1 Amp., 3AG 
LITTLEFUSE No. 312001 20 GFE 
150 55962 Fuse, .15 Amp., 3AG, Slo-Blo, 
LITILEFUSE No. 313.150 Pals g 20 3.40 
151 55955 Fuse, .2 Amp., 3AG, Slo-Blo, 
LITTLEFUSE No. 313.200 ony 20 3.40 
152 5593! Fuse, .4 Amp., 3AG, Slo-Blo, 
LITTLEFUSE No. 313.400 ms by 20 3.40 
153 57012 Fuse, 6 Amp., 3AG 
LITTLEFUSE No. 312006 17 20 3.40 
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FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
154 56019 Fuse, .3 Amp., 3AG, Slo-Blo, 

LITTLEFUSE No. 313.300 $ S17 20 $ 3.40 
155 55007 Fuse, 1 Amp., BUSSMAN MFG. 

CO. No. MDL-1 14 20 2.80 
156 56016 Fuse, 1/2 Amp., BUSSMAN 

MFG. CO. No. MDL-1/2 14 20 2.80 
157 56021 Fuse, .25 Amp., 3AG, : 

LITTLEFUSE No. 313.250 wh]. 20 3.40 
158 59009 Lamp, Pilot, 28 V., .035 Amp., 

AN 3121-1819 10 GFE 
159 59002 Lamp, Pilot, 28 v., .O4 Amp., 

AN 3140-327 20 ars 
160 59014 Lamp, 28 V., G. E. No. 1829 625 10 2.50 
161 5902h Lamp, 608 V., .25 Amp., 20 CFE 

Bayonet Base, TUNG-SOL No. 44 
162 59013 Lamp, G. E.-No. 47 .08 20 1.60 
163 59046 Lamp, Neon Glow, 65 V., 1/25 W., 

NE2 12 10 1.20 
164 59003 Lamp, 10 W., 250 V., Candelabra 

Base, G. E. No. 1056/10 10 10 1400 
155 59115 Lamp, Neon Glow, NE51 .10 10 1.00 
145 11450 Fan, Miniature Missile, 3 

Phase, 400 CPS, 115/200 V., 

ROTRON MFG. Aximax II, A0Q-9222 55.00 3 165.00 
iS L1EG4 Motor, 28 V. D-C, WESTERN GEAR 

CORP. No. P5BN3 DELETE 
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180 
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20522 


20547 


20553 


20577 


20594 


20562 
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FLY-AWAY KIT FOR SYSTEM 4 


NOMENCLATURE 


Motor, Generator, KEARFOTT 
CO. No. R-309-2A W/97:1 


Potentiometer, 100 Ohms, 
CLAROSTAT No. 49M-9 


Potentiometer, 1/2 W, 2.5 K, 
ALLEN BRADLEY No. GWLU 2522 


Potentiometer, 250 K, 1/2 W, 
ALLEN BRADLEY No. GWLU 2542 


Potentiometer, OHMITE MFG. CO. 
No. CLU-2531, 25K 


Relay, ELGIN No. SNIC 8000-D 


Resistor, Deposited Carbon 
1M, 1/2 W., + 1%, RN7OBLOOLF, 
MIL-R-10509B 


Resistor, 2.7K, 3W, + 5%, 
SPRAGUE Blue Jacket, Type 
1515 


Potentiometer, 500 Ohms, 1/2 W., 
ALIEN-BRADLEY No. GWLU 5012 


Potentiometer, 2K, 1/2 W., 
ALLEN-BRADLEY No. GWLU 2022 


Resistor, 10K, 1/2 We, + 1%, 
RN2OX1L002F, MIL-R~10509B 


Resistor, 150K, 1/2W., + 1%, 
RN2OX1L503F, MIL-R-10509B 


Resistor, 5W, + 5%, SPRAGUE 
No. 27E-2K 


Revision: A 
ESTIMATED NO. OF = ESTIMATED 
UNIT COST UNITS AMOUNT 
$ 269.00 1 $ 269.00 

3.80 1 3.80 
2.80 2 5.60 
2.80 2 5.60 
2.55 2 5.10 
13.50 5 67.50 
1.00 2 2.00 
51 1 51 
6.09 3 18.27 
2.50 5 12.50 
5 GFE 
5 GFE 
57 2 1.14 
~13- 
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Revision: A 
EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
181 20549 Resistor, 10 W., 5%, SPRAGUE 

No. 28E-50K $ 1.08 4 $ 4.32 
182 20568 Resistor, 10K, 2 W., 1%, 

I. R. C. Type DCH 72 1 72 
183 20587 Resistor, 20K, 1 W., 1%, I.R.C. . 

Type DCH .60 1 .60 
184 20580 Resistor, 50 K, 2W., 1%, I.R.C. 

Type DCH 72 2 1.44 
185 20396 Resistor, 5 W., 5%, SPRAGUE No. 

27E-12K 8h 1 84 
186 20402 Resistor, Deposited Carbon, 

51K, 1/2 We, + 1%,. RN7OB5102F, 

MIL-R-10509B . 1.00 1 1.00 


-187 20399 Resistor, Deposited Carbon, 
100K, 1/2 W., + 1%, RN7OBLOO3F, 


MIL-R~10509B 1.00 1 1.00 
188 20578 Resistor, Deposited Carbon, 

62K, 1/2 W., 1%, RN7OB6202F, 

MIL-R-10509B 1.00 1 1.00 


189 20588 Resistor, Deposited Carbon, 
82k, 1/2 W., 1%, RN7OB8202F, 
MIL-R-10509B 1.00 i 1.00 


190 20616 Resistor, Deposited Carbon, 
75K, 1/2 W., 1%, RN7OB7502F, 
MIL-R-10509B 1.00 1 1.00 


191 20603 Resistor, Deposited Carbon, 
5K, 2 W., 1%, RNSOA5OOLF, 
MIL-R-10509B 1.00 1 1.00 


192 20625 Resistor, Deposited Carbon, 


1.5K, 1W, 1%, RN75AL501F, 
MIL-R-105093B 1.00 1 1.00 
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Effective: July 1, 1958. 


Supersedes: March 24, 1958 


Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
193 20628 Resistor, Deposited Carbon, 

82K, 1 W., 1%, RN7SBS20eF, 

MIL-R-10509B $ 1.00 1 $ 1.00 
194 20579 Resistor, 7K, 3 W-» 5%, 

ALLEN BRADLEY No. GM-4'7K 33 1 233 
195 20504 Potentiometer, Variable, 

10 K, .2 Wey CLAROSTAT No. 

48M-9-10K 5.25 2 10.50 
196 20581 Resistor, 100 Ohms, 2 W., 

+ 1%, DALE PRODUCTS CO. 

No. RS-2 85 2 1.70 
197 20576 Resistor, Thermistor, 1K, 

CARBORUMDUM No. 479H-4 1.00 1 1.00 
198 20569 Resistor, Thermistor, 1200 Ohms, 

CARBORUMDUM No. 479H 1.00 1 1.00 
199 20526 Resistor, 220 Ohms, 2 W., + 1%, 

DALE PRODUCTS CO. No. RS~2 85 2 1.70 
200 21303 hift Register, Magnetic, 

EPSCO CO. No. 2R2-W 9.10 20 182.00 
201 21232 Surve Arrester, AIRCRAFT RADIO 

CORP. No. 8505 1.28 1 1.28 
202 11793 Solenoid, WEST COAST ELECTRIC 

CORP. No. A373 16.50 1 16.50 
203 11805 Solenoid, WEST COAST ELECTRIC 

CORP. No. A375 20.00 1 20.00 
20) 1053 Thermostat, Type B, B9T7O-3 

MIG, KLIXON Noe C4344-5-3 9.75 2 19.50 
205 40179 Inductor, Toroid, 1MH, + 1%, 

BURHELL No. TCM-5 5250 1 5.50 

-15- 
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Effective: July 1, 1958 
Supersedes: March 24, 1958 


Revision: A 


TS 


EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
206 40186 Inductor, Toroid, 2.5 MH, 

+ 1%, BURNELL No. TCM-6 $ «4.75 1 $ 4.75 
207 40184 Inductor, Toroid, 5 MH, + 1%, 

BURNELL No. TCM-6 4.75 1 4.75 
203 58061 Transformer, TRIAD No. HS-50 38.70 1 38.70 
209 58066 Transformer, TRIAD No. JAF-31 20.20 1 20.20 
210 58067 Transformer, Power, RAYCO 

2216 No. 1 16.00 1 16.00 
211 58051 Transformer, Power, RAYCO 

No. 2217 54.55 1 54.55 
212 58079 Transformer, Power, RAYCO 

No. 2218 58.75 1 58.75 
213 58091 Transformer, RAYCO No. 2319A 33.25 1 33-25 
21h 58063 Transformer, Filament, 

RAYCO No. 02289 16.54 1 16.54 
215 58094 Transformer, Mag-Amp, per 

R-W Dwg. No. 30000279 26.70 1 26.70 
216 58130 Transformer, UNITED TRANS- 

FORMER CORP. No. A-18 11.00 1 11.00 
217 58055 Transformer, HADLEY, No. 11149 45.00 1 45.00 
218 58054 Transformer, UNITED TRANS- 

FORMER CORP. No. A-25 15.00 1 15.00 
219 58059 Transformer, VALOR No. 

O4LB321 6.30 1 6.30 
220 11305 Magnetic Amplifier, Tape 

Transport, Servo Control, per 

R-W Dw. No. 50240223 23.61 a 23.61 
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ITEM 


223 


22h 


225 


226 


227 


228 


229 


230 


231 


232 
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MP 
NUMBER 


58125 


58118 


58111 


58121 


58068 


58079 


11166 


11519 


58088 


58134 


58101 


58003 


11227 


50027 
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Effective: 


July 1, 1958 


Supersedes: March 24, 1958 


Revision: 
EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


ESTIMATED 
NOMENCLATURE | UNIT COST 
Transformer, UNITED TRANS- 
FORMER CORP. No. Sso8 $ 4.20 
Transformer, TEXAS INSTRU~ 
MENT CO. No. SMLO1D 5.60 
Transformer, Pulse, VALOR 
No. 2518632 5.60 
Transformer, PCA No. MPT- 
111-16 7°35 
Transformer, VALOR No. 
25LB631 5.60 
Coil, per R-W Dwg ty No. 
SK24 -32-7 
Coil, per R-W Dwg. No. 
skeh -32-6 5.00 
Magnetic Amplifier. Assembly, 
Per R-W Dwg. No. 30,000274 300.00 
Transformer, Filament, RAYCO 
No. 1605-1A, MIL-T-27A 19.80 
Transformer, Power Stepdown, 
Per R-W Spec. No. 240 12.82 
Transformer, Filament, RAYCO 
Transformer, Pulse, MAG 
ELECTRIC No. TV 1125A 16.00 
Transformer, per R-W Dwe. 
No. SK2-32-8 35.00 
Transistor, TEXAS INSTRUMENT 
CO. No. 979 60.00 


A 


NO. OF ESTIMATED 
UNITS AMOUNT 


1 $ §=©4.20 
1 5.60 
1 5.60 
1 7-35 
1 5.60 
DELETE 
1 5.00 
1 300.00 
1 19.80 
1 12.82 
al 16.72 
1 16.00 
1 35.00 
31 1,860.00 
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EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
235 50048 Transistor, TEXAS INSTRUMENT 

CO. No. gho $ 23.00 2 ¢ 46.00 
236 50004 Transistor, TEXAS INSTRUMENT 

CO. No. 952 22.50 2 45.00 
237 50036 Transistor, DEICO No. 2N290 10.00 2 20.00 
238 4.9999 Transistor, CLEVITE No. 2N268 32.00 2 64.00 
239 50060 Transistor, TEXAS INSTRUMENT 

CO. No. 2N263 32.00 3 96.00 
2ho 50007 Transistor, TEXAS INSTRUMENT 

CO. No. 926 (3N27) 50.00 2 100.00 
eui 30515 Trimpot, 500 K, BOURNS 

LABS No. 120-15-500,000 4.86 i 19.44 
eke 20570 Trimpot, 100 Ohms, BOURNS 

LABS No. 160-1-102 5.50 2 11.00 
243 20595 Trimpot, 25 K, BOURNS LABS 

No. 132-1-E£-25000, 5.50 L 5.50 
ohy 20679 Trimpot, 200 K, BOURNS 

LABS No. 120~15-209,000 4,05 2 8.10 
2hs 20629 Trimpot, 2 K, BOURNS LABS 

No. 160-1-202 4,70 2 9.40 
O46 20541 Trimpot, 50 K, BOURNS 

LABS No. 120-15-50,000 3.85 2 7.70 
el} 45121 Tube, Vacuum 6CE6 5 GFE 
ole u5119 Tube, Vacuum, 6AX5/GT 5 CFE 
ay 45142 Tube, Vacuum, 6AU5GT 2 GFE 

18 
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Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 
NUMBER § NOMENCLATURE UNIT COST UNITS AMOUNT 
45206 Tube, Vacuum, 6AK6 $ 3 GFF 
45118 Tube, Vacuum, 6AS7G S GFE 
45198 Tube, Vacuum, 6 X 4w 3 GFE 
45189 Tube, Vacuum, 807 2 GFE 
45186 ube, Reflex, Klystron, RK 5721 2 GFE 
45199 Tube, Vacuum, 12BY7A 2 GFE 
45039 Tube, Vacuum, 5642 1.78 3 5.34 
45151 Tube, Vacuum, 12AL5 1 GFE 
45125 Tube, Vacuum, 12AU6 3 GFE 
45127 Tube, Vacuum, 2K25 2 GFE 
45014 Tube, Vacuum, 6Y6 1.48 i 1.48 
45017 Tube, Vacuum, 6SL7 GT 1 GFE 
45183 Tube, Vacuum, 6SN7 1 GFE 
4512 Tube, Vacuum, 6AC 
ae i , 1.75 a 1.75 
45181 Tube, Vacuum, 6AW8 
1.65 1 1605 

5106 Tube, Vacuum, 6CG7 
° ; , 1.15 1 1.15 
4Sokl Tube, Vacuum, 6111 

2 GFE 
h5i54 Tube, Vacuum, 5675 . 

3 GFE 
45069 Tube, Vacuum, 5SULGB 

2 GFE 
45095 Tube, Vacuum, 955 

1 GFE 
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Effective: July 1, 1958 


Supersedes: March 24, 1958 
Revision: A 


EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


ITEM NUMBER NOMENCLATURE pe coer UNeTS AMOUND 
270 45078 Tube, Vacuum, 616G $ ~=4.00 2 $ 8.00 
271 45090 Tube, Vacuum, 6BG6G 2 GFE 
272 45110 Tube, Vacuum, 6BHOGY 1.23 2 2.46 
273 45088 Tube, Vacuum, 68H7 2 GFE 
e7T4 45172 Tube, Vacuum, SY3GT 3 GFE 
275 45085 Tube, Ballast, AMPERITE 

CO. No. 6-4 2.00 1 2.00 
276 45208 Tube, Vacuum, 6AK5 3 GFE 
277 45163 Tube, Vacuum, 6AR5GT 1.05 1 1.05 
278 45101 Tube, Vacuum, 6T4 1.80 2 3.60 
279 45130 Tube, Vacuum, 6GAVSGT GFE 
280 45161 Tube, Vacuum, 6AS5GT 1.08 a 1.08 
261 45156 Tube, Vacuum, 6AFLA 1 GFE 
282 47338 Tube, Vacuum, 6SJ7 5 GFE 
283 45158 Tube, Vacuum, 2Cho 1 GFE 
284 45103 Tube, Vacuum, K5837 9.75 1 9.75 
285 45083 Tube, Vacuum, K5836 88.00 1 88.00 
286 45082 Tube, Vacuum, 6BL7 1.78 1 1.78 
287 45168 Tube, Vacuum, 6CD6 1 CFE 
228 450h7 Tube, Vacuum, 5703WA 2 GFE 
209 45122 Tube, Vacuum, 6RA6 1 GFE 
290 45114 Tube, Vacuum, 6J6 1 GFE 


MP 
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Revision: A 


EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


Mp ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
291 20654 Potentiometer, 250 Ohms, 

OHMITE MFG. CO. No. CLU-2511 $ 2.55 2 $ 5.10 
292 20620 Potentiometer, 20 K, CLAROSTAT 

No. 4OmM-9 3.80 7 26.60 
293 20524 Potentiometer, Brush, AMERICAN 

ELECTRIC INDUCTION No. BIP150 

(Modified) 80.50 2 161.00 
29k 20666 Potentiometer, 2W., 5000 Chms, 

ALLEN-BRADLEY No. Ju5022 2.55 2 5.10 
295 68017 Relay, SIGMA No. 22RJCC- 

12000, G-SIL 14.35 10 143.50 
296 68090 Relay, SIGMA No. 22RJCC- 

8000, G-SIL 14.00 2 28.00 
297 68082 Relay, 26.5 V., ALLIED CONTROL 

CO. INC. Type MH6D 2 GFE 
298 68043 Relay, PHILLIPS 270A-24-5A 

(Case No. 43140-17) 51.89 1 51.89 
299 68060 Relay, 115 V., ELGIN No. 

10300K 15.45 3 46.35 
300 68051 Relay, 28 V., DP¥T, COMAR 

ELECTRIC CO. No. C-5841 9.80 5 49.00 
301 68078 Chopper, AIRPAX No. 300 40.90 5 204.50 
302 68073 Transformer, Isolation, 

TRIAD No. JAF 33 10.20 2 20.40 
303 68045 Relay, MICRO-LITE ML-88 20.00 1 20.00 
20) 1180! Reel Motor and Gear, per 

R-W Dw. No. 50201723 240.00 1 240.00 
305 1150 Mavazine, 400', per R-W Dwg. 
ah a No. 5021220} es 185.00 1 185.00 
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EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP 
ESTIMATED NO. OF EST 
ITEM NUMBER NOMENCLATURE UNIT Cost UNITS Aue 
306 11506 Film, Tri-X Negative, 
16 MM., 400' Roll $ 93.20 10 $ 932.00 
307 11577 Belt Assembly, Camera, 
per R-W Dwg. No. 50242203 DELETE 


308 11563 lens, BELL AND HOWELL, 
Angenieux - 1" f 0.95 


16 MM. Std. Lens 225.00 1 225.00 
309 11603 Clutch, Assy., Camera, 

FLIGHT RESEARCH No. 202-797 225.60 3 676.80 
310 11668 Motor, Take-up, WESTERN 

GEAR No. P5B43 104.40 2 208.80 
311 11609 Brush Assy., WESTERN GEAR 

No. 8018 12.20 10 122.00 
312 11515 Gear, Worm, per R-W Dwg. 

No. 50242229 15.40 2 30.80 
313 11742 Grease, Andok, Type C, 1 Lb. 

Can, STANDARD OIL OF NEW JERSEY 3.18 a 3.18 
31h 11727 Oil, 1/4 Oz. Jar, BIGIN 

Type M56B 1.59 i 1.59 
315 11753 Special Change Bag, 

STANDARD CAMERA 17.35 1 17.35 
315 11799 Clip, Magazine, per R-W Dwr. 

No. 5022199 4,30 2 8.60 
217 1.1615 Spacer, Camera, Lens, per 

R-W Dwg. No. 5022192 4,30 2 8.60 
218 70134 Pin, Pip, AVIATTON DEVELOPMENT 

INC, No. A hog 3.20 10 32.00 
319 fOLY Pin, Pip, AVIATION DEVELOPMENT 

INC. Ho. A N19 3.70 10 37.00 
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EQUIPMENT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4+ 


MP 


ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
20 11807 Pin, Pip, AVIATION DEVELOPMENT 

INC. No. B6-O9RD $ 3.40 5 $ 17.00 
321 11520 Pin, Flat Head, AN393-11 20 20 4.00 
322 11569 Pin, Retaining, Safety, 

AN-416-2 15 20 3.50 
323 11359 Snap Ring, TRUARC No. 

. 5101-18 18 100 18.00 

32h 11370 Snap Ring, TRUARC No. 

5100-18 18 100 18.00 
325 11393 Snap Ring, TRUARC No. 

5000-62 £05 100 5.00 
326 11501 Snap Ring, TRUARC No. 

5100-25 100 GFE 
327 11524 Snap Ring, TRUARC No. 

5100-12 05 100 5.00 
328 11491 Snap Ring, TRUARC No. 

5100-21 05 100 5.00 
329 11336 Snap Ring, TRUARC No. 

5100-37 100 GFE 
330 11361 Snap Ring, TRUARC "EZ" 

No. 5133-18 +03 100 3200 
331 11343 Snap Ring, TRUARC No. 

5000-87 07 100 7.00 
432 11353 Snap Ring, TRUARC No. 

5100-87 100 GFE 
333 11330 Snap Ring, 'TRUARC No. 

5002 2) 100 GFE 
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339 
340 
341 
342 
343 
hh 
ahs 


3h6 
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11602 
11612 
11574 
11606 
11619 
11627 
11605 
11585 
11540 
11641 
11607 
11796 


11599 
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Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS. AMOUNT 
Coll, Tuning, per R-W 
Dw. No. 50240548 $ 5.00 2 $ 10.00 
Coil, Tuning, per R-W 
Dwg. No. 50240552 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwg. No. 50240558 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwg. No. 50240560 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwi. No. 50240561 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwa. No. 50240562 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwg. No. 50240563 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwg. No. 50240662 5.00 2 10.00 
Coil, Tuning, per R-W 
Dwg. No. 50241021 5.00 2 10.00 
Power Supply, per R-W 
Dwg. No. 502422k8 1,185.00 1 1,185.00 
‘Section, Hi-Voltage, Potted, 
per R-W Dwg. No. 50242615 600.00 1 600.00 
Motor, Generator, KEARFOTT 
No. R804-25 153.49 2 306.98 
Burce Arrestor Assembly, 
Potted, THYRITES TY1101 20.00 2 40.00 
2). 
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Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
Mp 
ESTIMATED NO. OF ESTIMATED 

NUMRER NOMENCLATURE UNIT COST UNITS AMOUNT 
11664 Diode, 1N591, Potted 

Assembly, per R-W Dwg. 

No. 50212304 $ 150.00 4 $ 600.00 
45174 Diode, 1N195 4.75 3 14.25 
40083 Coil, Adjustable, MILLER ELETR 

No. 4309 j D 
30611 Capacitor, Trimmer, 1.5- 

12.5 MFD, CAMBRIDGE No. 

CBT-50 3 a 
68049 Chopper, BRISTOL No. C1016-9 49.00. 2 98.00 
61092 Connector, AMPHENOL No. 27-15 Bh 2 1.68 
61195 Connector, WINCHESTER 

No. M/P-LRN 76 2 1.52 
68096 Relay, ELGIN Neomatic 

No. NMIC2K 20.00 7 140.00 
30618 Capacitor, 0.69 MFD, 100 V., 

+ 1%, HOPKINS Hytherm 1KT1694 1.97 2 3.94 
20585 Resistor, Deposited Carbon, 

43k, 1/2 W., + 1%, RN7OB4302F, 

MIL-R-10509B 1.05 2 2.10 
horn Tape, Magnetic, 1" width, 

9000' length, SCOTCH No. 159-90H 211.50 6 1,269.00 
109/0 Reel Assembly, Magnetic, per 

R-W Dwy. No. 50240263 221.50 3 664.50 
SUGGS Diode, TRANSITRON No. sv-804 10.00 2 20.00 
60062 Fuse, 10 Amp., AG, Slo-Blo, 

LITI'LEFUSE No. 413010 21 20 4.20 
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EQUIPMKIT LIST AA-X 


FLY-AWAY KIT FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
301 56035 Fuse, 0.1 Amp., AG, Slo-Blo, 

LITTLEFUSE No. 413.100 $ «20 20 $ 4.00 
302 12025 Belt, Endless, Flat, 1/2 X 22, 

TILTON No. S-5-302 1.57 3 4.71 
363 57021 Fuse, 1/4 Amp. 3AG, Slo-Blo, LETE 

LITTLEFUSE No. 315.250 ye 
364 57024 Fuse, 15/100 Amp., 3AG, 

Slo-Blo, LITTLEFUSE No. 315.140 peLere 
355 57026 Fuse, 3.2 Amp., 3AG, Slo- ELETE 

Blo, LITTLEFUSE No. 31503.2 y 
366 57028 Fuse, 6/10 Amp., 3AG, Slo- eure 

Blo, LITTLEFUSE No. 315.600 p 
367 57030 Fuse, 1 Amp., 3AG, Slo-Blo, 

LITTLEFUSE No. 315001 DELETE 
368 57032 Fuse, 1 1/4 Amp., 3AG, Slo- 

Blo, LITTLEFUSE No. 3151.25 DELETE 
399 57034 Fuse, 3 Amp., 3AG, Slo-Blo, 

LITTLEFUSE No. 315003 DELETE 
370 25006 Capacitor, .25 MFD, 600 V., 

+ 20% - 10%, HOPKINS No. 1K6254V 1.40 2 2.80 
371 60601 High Voltage Assembly, Oscillo- 

scope, No. 4403 Potted, per R-W 

Dwy. No. 50242646 75.00 1 75.00 


a0 C8509 Socket, Cathode Ray Tube, 
No. 34001610, Encapsulated, 


per R-W Dwg. No. 502426K8 1.60 1 160 
273 45135 Tube, Cathode Ray, No. 5AQP-11 
(DUMONT) Modified per R-W Dwg. 
No. 5022649 37-75 a 37-75 
26 - 
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374 


375 


376 


oct 
378 
ato 
380 


381 


382 


383 


384 


385 


386 


387 


388 
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EQUIPMENT LIST AA-X 


Effective: July 1, 1958 


Supersedes: March 24, 1958 
Revision: A 


FLY-AWAY KIT FOR SYSTEM 4 


ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Diode Assembly, Encapsulated, 
10B-15 Board, per R-W Dwg. No. 
50242644 $ 50.00 1 $ 50.00 
Pin, Roll, C. E. M. CO. Spirol 
Pin No. 031-250 MCP Oh 6 2h 
Diode, Silicon, 8 V., + 5% 
TRANSITRON No. SV-1011 9.75 3 29.25 
Tube, Vacuum, 6BM 2 GFE 
Tube, Vacuum, 6BI6 2 GFE 
Tube, Vacuum, 2K48 2 GFE 
Assembly, Gear Box, Capstan, Per 
R-W Dwg. No. 50240376 635.00 nd 635.00 
Motor, AIR MARINE MOTORS No. 
A27T66 -10 275-00 z, 275.00 
Preamplifier, Band 1A, per R-W 
Dwg. No. 50000508 540.00 2 1,080.00 
Preamplifier, Band 1B, per R-W 
Dwg. No. 50000568 540.00 2 1,080.00 
Amplifier, I-F, Band 1, per R-W 
Dwg. No. 50241011 535.00 2 1,070.00 
FM Discriminator Assembly, Band 1, 
per R-W Dwg. SK-24-31-1 875.00 2 1,750.00 
Preamplifier, Band 2, per R-W Dwg. 
No. 50241331 520.00 2 1,040.00 
Amplifier, I-F, Band 2, per R-W 
Dwg. No. 50241335 535.00 2 1,070.00 
FM Discriminator Assembly, Band 2-3, 
per R-W Dwg. No. 50241339 883.00 2 1,766.00 

~27T- 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200070011-6 


Approved For Release 1999/09/08-: CIA-RDP81B00878R000200070011-6 
Effective: July 1, 1958 


Supersedes: March 24, 1958 


Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
389 1eakks Amplifier, I-F, Band 4-7, per 
R-W Dwg. No. 50241515 $ 560.00 2 $1,120.00 
390 12410 Encapsulated Bias Control Unit, 
per R-W Dwg. No. 5024264KA 150.00 3 450.00 
391 55083 Diode, MICROWAVE ASSOCIATES No. 
1N21 WE 35.00 h 140.00 
392 55082 Diode, MICROWAVE ASSOCIATES No. 
1N23 WE 35.00 2 70.00 
393 55081 Diode, GENERAL ELECTRIC CO. No. 
TR ps »90 4 3.60 
394 55019 Diode, SYLVANIA ELECTRIC CO. No. 
1N2A 1.07 8 8.56 
395 12222 Spring Helical Extension, BELL AND 
HOWELL No. 10089 (Modified to 11 1/4" 
length) 5.00 2 10.00 
396 12450 Film Magazine, EASTMAN KODAK 50- 
foot Capacity, Less Film 1.50 2 3.00 
397 12451 Resin, Vinyl-Fluoride Coating, 15% | 
Solids, PRODUCT TECHNIQUES INC. No. 
PT-207, Qt. Can 4.50 1 4.50 
398 12hh6 FM Discriminator Assembly, Band 4-7, 
per R-W Dwg. No. 50241518 875.00 2 1,750.00 
399 24999 Diode, SYLVANIA ELECTRIC CO. No. 
1N26A 14.03 2 28.06 
400 29011 Capacitor, Fixed Plastic, Dielectric, 
0.1 MFD, 5,000 Vv, FIIM CAP, INC. No. 
D8-50-100, Type D 6.00 5 30.00 
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Effective: July 1, 1958 
Supersedes: March 24, 1958 
Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
401 55076 Diode, Silicon, Power, TEXAS 
INSTRUMENT CO. No. 1N1131 $ 14.00 6 $ 84.00 
hoo 45063 Tube, Vacuum, GL-6299 56.00 4 224.00 
403 20633 Capacitor, Fixed, Ceramic, 
Dielectric, 1 ‘MMF, GM, 500 Vv; 
SPRAGUE ELECTRIC No. 507C2 °39 4 1.56 
ok 20634 Capacitor, Fixed, Ceramic, 
Dielectric, 1 MMF, GMV, 500 V, 
SPRAGUE ELECTRIC No. 51401 19 4 76 
405 20635 Capacitor, Variable, Glass, 
Dielectric, 1-7 MMF, CORNING GLASS 
No. 682055 3.09 5 15.45 
406 20636 Capacitor, Variable, Glass, 
Dielectric, 0.5-3 MMF, CORNING 
GLASS No. 682024 3.09 3 9.27 
407 40112 Coil, Radio Frequency, APPLIED 
RESEARCH INC. No. ARI-400 50 6 3.00 
408 50028 Transistor, PNP, Germanium, TEXAS 
INSTRUMENT CO. No. 2N368 1.60 3 4.80 
hog 55075 Semiconductor Device, Diode, Silicon 
Rectifier, PACIFIC SEMICONDUCTOR. INC. 
No. Psh20 2.67 12 32.04 
410 12341 Screw, Captive, Per R-W Dwg. No. 
50242183 7.75 6 46.50 
4i1 30270 Capacitor, Fixed, Glass, Dielectric, 
1 MMF, 300 V, CY15C102K, MIL-C-11272A 1.80 10 18.00 
hile 56036 Fuse, 15/100 A, Per R-W Dwg. No. 
50242341 -1 45 20 9.00 
413 56037 Fuse, 1/4 A, Per R-W Dwg. No. 
502k2341-2 36 20 7.20 
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: ty ts 2790 


Supersedes: March 24, 1958 


Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
yy 56038 Fuse, 6/10 A, Per R-W Dwg. No. 

50242341 -3 $ 045 20 $ 9.00 
415 56040 Fuse, 1 A, Per R-W Dwg. No. 

502K2 342 -4 45 20 9.00 
416 56041 Fuse, 1 1/4 A, Per R-W Dwg. No. 

50242341 =5 oS 20 9.00 
417 560k2 Fuse, 3 A, Per R-W Dwg. No. . 

50242341 -6 35 20 7-00 
418 56043 Fuse, 3.2 A, Per R-W Dwg. No. 

50242341-7 235 20 7.00 
419 12275 Drag Pin, Per R-W Dwg. No. 50241554 3-50 10 35.00 
420 12273 Shear Pin, Per R-W Dwg. No. 

50241561A 225 10 2.50 
hel 12335 Extension Spring, Per R-W Dwg. No. 

50241430 2.00 6 12.00 
hop 12337 Compression Spring, Per R-W Dwg. No. 

50241386. 40 6 2.40 
423 12339 Cable, Extension Spring, Per R-W Dwe. 

No. 50241432 5.00 6 30.00 
koh 25007 Capacitor, By-Pass, Screw Mounted, 

470 MMF, SPRAGUE No. 505C 035 ek 8.40 
has 12277 Terminal, USECO No. 1280B 02 12 2h 
426 30531 Capacitor, By-Pass, CENTRALAB No. 

MFT-1000 29 18 5.22 
4eT 12344 Stud, Turnlock Fastener, 1/4 Turn, 

CAMLOC INC. No. 581-5 .O7 12 -B4 
428 12345 Washer, Split Reteining, CAMLOC INC. 

No. 583-1 .02 12 24 
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Supersedes: March 2h, 1958 


Revision: A 
EQUIPMENT LIST AA-X 
FLY-AWAY KIT FOR SYSTEM 4 
ITEM WOOEER NOMENCLATURE | URE Coe UNITS | MO 
429 11415 Digitometer, ELECTRO-MECHANICAL 
LABS No. 15B8 $ 195.00 1 $ 195.00 
430 12529 Digitometer, ELECTRO-MBCHANICAL . 
LABS No. 158 195.00 1. 195.00 
43a 45115 Rectifier, High Voltage, HEWLETT- 
PACKARD No. HP212-201¢ 18.50 6 111.00 
4.32 45113 Tube, Thyratron, HEWLETT-PACKARD 
No. HP212-45B (HP-45B Thyratron) 15.50 6 93.00 
ITEM sees NOMENCLATURE mee ome 
433 5960-503-4837 Tube, Vacuum, No. 6BCh 6 GFE 
434 5960 -239-1993 Tube, Vacuum, No. 6WiaT or 6wh 6 GFE 
435 5960 -166-7658. Tube, Vacuum, No. 6BE6 6 GFE 
436 5960 -100-5898 Tube, Vacuum, No. 6X5 6 GFE 
437 5960-188 -6589 Tube, Vacuum, No. 6BJ6 6 GFE 
438 5960-284 -5845 Tube, Vacuum, No. 5725 6 GFE 
439 5960 ~188-3968 Tube, Vacuum, No. 6E5 6 GFE 
LAO 5960-272 -8548 Tube, Vacuum, No. 584) 6 GFE 
hy 5960-188 -8519 Tube, Vacuum, No. 6N7 6 GFE 
hho 5960-~100-5894 Tube, Vacuum, No. 6V6GT or 6V6 6 GFE 
4h3 5960-501 -0863 Tube, Vacuum, No. 6390 6 GFE 
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